SS-96 


SERVICE SPECIFICATIONS — MIRROR 


MIRROR 


TORQUE SPECIFICATIONS 


MIRROR 
Part Tightened N*m kgf*cm ft.*Ibf 
Inner rear view mirror 1.8 18 16 in.*Ibf 
assembly (w/EC Mirror) x Body 
Outer rear view mirror 9.0 92 80 in.*Ibf 
assembly x Door panel 


